CALIFORNIA 
HIGH-SPEED RAIL 
AUTHORITY 


Cancelled 
Board Meeting 
Tuesday July 10, 2012 


The Board Meeting listed above has been cancelled, 
and will not take place as originally scheduled. 

Cancelled 


770 L Street, Suite 800, Sacramento, CA 95814 / (916) 324-1541, (916) 322-0827 fax 
For further information you may visit the California High-Speed Rail Authority Web site at 

www.cahighspeedraiLca.gov 






